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SUBJECT INDEX 


Admission to intensive care/high dependency 
unit 
children in general adult units, 12 
nursing implications of Department of 
Health guidelines on, 122 
Air-fluidised bed, effects on hypermetabolism, 
200 
Airway, see entries under Respiratory 
Anxiety in patients’ significant others, 
alleviating, 327 
Athens, greater, ICU in, 340 
Autonomy, patient, 189 


Balloon mitral valvuloplasty, Inoue technique, 
147 

Bedsores, 380 

Bereavement follow-up service, critical care 
nurses’ perception, 1 

British Association of Critical Care Nurses, 
survey report of paediatric admissions to 
general adult intensive care, 12 


Cardiac intensive care, see also Coronary care 
depression in, cognitive model for 
assessment and providing nursing 
interventions, 138 
post-surgical 
confusion, 79 
noise levels, 226 
pain assessment and management, 295, 
346 
school-age children in, preparation of 
child and parents for experience, 218 
Cerebrovascular accident, patients’ 
conceptions of life situation after, 285 
Children 
admission to general adult intensive care, 
BACCN survey report of admission, 12 
development of special units for, 84 
nurse-parent partnership enabling child and 
family to cope more effectively, 155 
in post-cardiac surgery intensive care, 
preparation of school-age child and 
parents for experience, 218 
Chronic conditions in critical care, 253 
Clarithromycin, 60 
Coagulation, disseminated intravascular, 161 
Collaborative practice, writings on, 
deconstructive reading, 64 
Communication whilst on respirator, see 
Respirator 
Confidentiality and media enquiries, 335 
Confusion in post-cardiac surgical patient, 79 
Coping by child and family, nurse-parent 
partnership and its influence on, 155 
Coronary care, pain assessment and 
management, 254 
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Decubitus ulcers, 380 

Department of Health policy helping to 
control methicillin-resistant S. aureus, 
125 

Depression in cardiac intensive care, cognitive 
model for assessment and providing 
nursing interventions, 138 

Discharge from intensive care/high 
dependency unit, nursing implications of 
Department of Health guidelines on, 
122 

Disseminated intravascular coagulation, 161 

Dopexamine, 246 

Drug abusers in intensive care, 126 


Endotracheal suctioning with severe head 
injury, 303 

Energy expenditure, resting, effects of air- 
fluidised bed on, 200 

Enteral nutrition, what type of nasogastric tube 
to use, 102 

Ethical difficulties, interviews about situations 
of, 207 

Eye care in ventilated patients, experimental 
comparative research pilot study, 16 


Family/relatives/significant others 
anxiety in, alleviating, 327 
child’s 
nurse-parent partnership and its 
influence on coping, 155 
preparation for post-cardiac surgery care, 
218 
needs of, as perceived by relatives and 
nurses, 168, 239 
visiting practices, 231 
Feeding tube, nasogastric, what type to use, 
102 


Gentamicin once a day, 363 


Haematological patients transferred to 
intensive care, 272 
Haemostasis and disseminated intravascular 
coagulation, 161 
Handover ritual, ethnographic study, 106 
Head injury, severe 
endotracheal suctioning, 303 
media enquiries about patient, 335 
Heart, see Cardiac intensive care 
Heparins, low molecular weight, 309 
Hospitals, transportation between, monitoring 
and risks, 183, 311 
Humidification of upper respiratory tract, 
physiological overview, 27 
Hypermetabolism, air-fluidised bed effects on, 
200 


Illicit drug users in intensive care, 126 
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Informed refusal, 189 
Injury (major/severe) 
head, see Head injury 
hypermetabolic response, effects of air- 
fluidised bed on, 200 
Inoue technique (balloon mitral valvuloplasty), 
147 


Intensive care syndrome, 173 


Kidney, see Renal care 


Learning for life (editorial), 1 
Long-term conditions in critical care, 253 


Media enquiries and confidentiality, 335 

Memory recall of stay in intensive care, 
exploratory study, 131 

Methicillin-resistant S. aureus, Department of 
Health policy helping to control, 125 

Mitral valvuloplasty, balloon, Inoue technique, 
147 


Nasogastric tube, what type to use, 102 

Neurological trauma, see Head injury 

Noise levels in cardiac surgical intensive care, 
226 

Non-steroidal anti-inflammatory analgesic 


injections, 187 
Nutrition in intensive care 
importance, 71 
what type of nasogastric tube to use, 102 


Octreotide, 120 

Ophthalmological care in ventilated patients, 
experimental comparative research pilot 
study, 16 


Paediatrics, see Children 
Pain assessment and/or management 
coronary care, 254 
postoperative 
cardiac patient, 295, 346 
implementing change in, 359 
Parents, see Family/relatives 
Persistent vegetative state, who decides cut-off 
point, 40 
Pressure sores, 380 
Professional recognition/respect/support, 63 


Recognition, professional, 63 
Recreational drug users in intensive care, 126 
Reflective practice, practical strategy to use, 97 
Refusal, informed, 189 
Relatives, see Family/relatives 
Renal care 

acute, analysis of component parts in 

advanced practice in relation to, 113 


specialist nurses, research priorities, 45 
Research 
and discipline of nursing, European 
perspective, 90 
eye care in ventilated patients, 16 
getting it into practice, 191 
renal specialist nurses, priorities, 45 
Respect, professional, 63 
Respirator/ventilator 
circuitry, changing every 3 vs. 7 days, 277 
communication by/with patient whilst on 
patients experiences, 261 
touch as means of, 354 
eye care for patients on, experimental 
comparative research pilot study, 16 
Respiratory distress syndrome, acute/adult, 
316 
Respiratory tract, upper, humidification, 
physiological overview, 27 
Resting energy expenditure, effects of air- 
fluidised bed on, 200 
Resuscitation, knowledge of, 33 
Ritual in nursing practice, ethnographic study, 
106 


Sedated ventilated patients, touch as means of 
communicating with, 354 

Septic shock, 55 

Shock, septic, 55 

Sores, pressure, 380 

Staffing of intensive care units, 193 

Staphylococcus aureus, methicillin-resistant, 
Department of Health policy helping to 
control, 125 

Stroke, patients’ conceptions of life situation 
after, 285 

Substance abusers in intensive care, 126 

Support, professional, 63 

Syndrome, intensive care, 173 


Temperature measurement, 50 

Touch as means of communicating with 
sedated ventilated patient, 354 

Transportation, intrahospital, monitoring and 
risks, 183, 311 

Trauma, see Injury 

Tube, nasogastric, what type to use, 102 


Ulcers, decubitus, 380 


Valvuloplasty, balloon mitral, Inoue technique, 
147 

Vegetative state, persistent, who decides cut- 
off point, 40 

Ventilator, see Respirator 

Visiting practices, 231 
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